**************** 



-k t^^ 




Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 



g^l/l:^:^i^J^^lf/lJJ^i^N^^ g^^TS^,^^ 



IS 3199 (1965) : Definition of Side [TXD 
Fabric Manufacture] 




Jawaharlal Nehru 
'Step Out From the Old to the New" 



14: Machinery for 



aj^&vi iJii^s:y>K^ isb^^ni^seg 



:<>5&i| mT'5K^5?::5:^>^i»l 



K^^^iXSVCd^ 



Satyanarayan Gangarara Pitroda 
Invent a New India Using Knowledge 



Bhartrhari — Nitisatakam 
''Knowledge is such a treasure which cannot be stolen" 




^'^^^r 



k 




BLANK PAGE 



^*-^^^ 





PROTECTED BY COPYRIGHT 



IS : 3199 . 1965 

(Reaffirmed 2012) 

Indian Standard 

DEFINITION OF SIDE 

( LEFT OR RIGHT ) OF WEAVING 

PREPARATORY MACHINES AND 

WEAVING LOOMS 

VX>0 677-054 iOOl'4 




© Copyrighi 1965 by 

INDIAN STANDARDS INSTITUTION 
MANAK BHAVAN» 9 BAHADUR SHAH ZAFAR MAHG 

NEW DELHI 1 

-or 



Bum^^JSF: ^ ^^ t* StpUmlier 1965 




IS: 3199 -1965 

Indian Standard 

DEFINITION OF SIDE 

( LEFT OR RIGHT ) OF WEAVING 

PREPARATORY MACHINES AND 

WEAVING LOOMS 

Cotton Weaving Machinery Components Sectional Committee, TDC 29 

Chairman Representing 

Shri R, K. Rakshit . Office of the Textile Commissioner, Bombay 

Members 

Shri K. V. Ramaswamy ( Alternate to 
Shri R. K. Rakshit) 
Shri T. K. Alubkar Engineering Association of India^ Calcutta 

Shri P. V. Ambute Ravi Industries Private Ltd., Bombay 

Shri A. K. Pherwani ( Alternate ) 
Shri B. N. Baliga Cooper Engineering Limited, Satara Road 

Shri S. M. Nimbkar ( Alternate ) ™ 

Shri S. D. Banerjee Binani Machinery Corporation, Bombay 

Shri K. A. Desai The Textile Association { India ) Regd., Bombay 

Shri M. C. Jherwab ( Alternate ) 
Shri R. H. Eastham National Machinery Manufacturers Ltd., Thana 

Shbi B. T. Jagasia The MiUowners' Association, Bombay 

Shri L. R. D. Kharidia The Upper India Chamber of Commerce, Kanpur 

Shri Madanmohan Ramanlal Gujarat Vepari Mahamandal, Ahmedabad 

Shki Chandrakant p. Mehta ( Alternate ) 
Shri Maharaj Kishen In persona! capacity ( /(?-/?, Shri Ram Institute for 

Industrial Research^ 19, University Road, Delhi-7 ) 
Shri U. R. Menon The New Shorrock Spinning & Manufacturing Co, 

Ltd., Ahmedabad 
Shri D, G. Naik I'he Ahmedabad MiUowners* Association, Ahmeda- 

bad 
Shki S. Y. Nanal Victoria Jubilee Technical Institute, Bombay 

Shri D. B. Ajgaonkab ( Alternate ) 
Shri K. K. Parikh Bengal MiUowners' Association, Calcutta 

Shri R, K. Rakshit Ministry of Industry & Supply 

Shri A. K. Malik {Alternate ) 
Shri K. S. Rao The Mysore Spinning & Manufacturing Co. Ltd.; 

and Minerva Mills Ltd., Bangalore 
Shri B. M. Sapre Central India Machinery Manufacturing Co. Ltd., 

Gwalior 

( Continued on page 2 ) 

INDIAN STANDARDS INSTITUTION 

MANAK BHAVAN, 9 BAHADUR SKAK 2AFAR MARG 
NEW DELHI 1 



IS : 3199 - 1965 



( Continued from page 1 ) 

Members 
Dk, S.J. Shah 



Representing 

The Textile & Allied Industries Research Organiza- 
tion, Baroda 
James Finlay & Go. Ltd., Bombay 
Mysore Machinery Manufacturers Ltd., Bangalore 



Shri L. M. Storey 

Shbi M. Venkata Narasu 

Shbi D. K. Ramachandar ( Alternate ) 
Shbi P. S. Venkatesaltj The Southern 

Coimbatore 
Shri T. Balakrishna^j, Director, ISI ( Ex-officio Member ) 

Assistant Director ( Tex ) 

Secretary 

Shri V. G. Jain 

Extra Assistant Director ( Tex ), ISI 



India Millowners' Association, 



Plain Calico Looms and Their Components Subcommittee, TDC 29 : 1 



Binani Machinery Corporation, Bombay 



Convener 
Shri S. D. Banerjee 

Members 

Shbi P. V. Ambute Ravi Industries Private Ltd., Bombay 

Shbi A. K. Phebwani ( Alternate ) 
Shbi D. Bhattachabyya The Textile Association ( India ) Regd., Bombay 

Shri B. T. Jagasia The Khatau Makanji Spinning & Weaving Co. Ltd., 

Bombay 
Shbi M. G. Kulkabni The Bombay Textile Research Association, Bombay 

Shbi S. Y. Nanal Victoria Jubilee Technical Institute, Bombay 

Shbi D. B. Ajgaonkar {Alternate) 
Shri S. M. Nimbkar Cooper Engineering Limited, Satara Road 

Shbi V. T. Pabikh Bharat Industries, Ahmedabad 

Shri C.J'. Pabikh ( Alternate ) 

Office of the Textile Commissioner, Bombay 
Central India Machinery Manufacturing Co. Ltd., 
Gwalior 



Shri R. K. Rakshit 
Shri B. M. Sapbe 



Shri S. Somayaji ( Alternate ) 
Shri M. Venkata Narasu 



Shri A. G. Wagle 



Textile Machinery Manufacturers' Association, 
Bombay; and Mysore Machinery Manufacturers 

Ltd., Bangalore 
The Digvijay Spinning & Weaving Co. Ltd., 

Bombay 



IS $3199 -1965 

Indian Standard 

DEFINITION OF SIDE 

(LEFT OR RIGHT) OF WEAVING 

PREPARATORY MACHINES AND 

WEAVING LOOMS 

0. FOREWORD 

Oa This Indian Standard was adopted by the Indian Standards Institu- 
tion on 20 July 1965, after the draft finalized by the Cotton Weaving 
Machinery Components Sectional Committee had been approved by the 
Textile Division Council. 

0,2 This standard has been prepared with the intention of eliminating 
ambiguity and confusion arising from local interpretations of the definition 
of side ( left or right ) of weaving preparatory machines and weaving 
looms employed in the textile mills. 

0.3 In the formulation of this standard, due consideration has been given 
to international co-ordination am.ong the standards and practices prevail- 
ing in different countries in addition to relating it to the practice followed 
in the field in this country. This has been met by basing this standard on 
the following recommendations issued by the International Organization 
for Standardization: 

ISO Recommendation 108 Weaving looms definition of side ( left or 

right ) 
ISO Recommendation 141 Pirn winders and cross winders definition 

of side ( left or right ) 
ISO Recommendation M2 Weaving preparatory machines defiriition 

of side ( left or right ) 



1. SCOPE 

1,1 This standard prescribes the definition of side ( left or right ) of weav- 
ing preparatory machines and weaving looms. 

2. DEFINITION OF SIDE (LEFT OR RIGHT) 

2.1 Pirn Winders and Cross Winders 

2.1.1 Single-Sided Machines — For the determination of the side of a single 
sided machine, the observer shall look from the position of the operator 
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towards the machine ( ^^^ Fig. 1 ). When the observer looks from this 
position, the side on his left shall be the left-hand side and that on his right 
shall be the right-hand side of the machine. 

DRIVE- 



LH SIDE 




RH SIDE 



POSITION OF OBSERVER 

Fig. 1 Side of Single-Sided Machine 

2.1.2 Double-Sided Machines with Lateral Drive — For the determination of 
side of the double sided machines with lateral drive, the observer shall look 
from the drive towards the farther end of the frame {see Fig. 2 ). When 
the observer looks from this position, the side on his left shall be the left- 
hand side and that on his right shall be the right-hand side of the machine. 
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Fig, 2 Side of Double-Sided Machine with Lateral Drive 

2.1.3 Double-Sided Machines with Centre Drive — For the determination of 
the side of the double-sided machine with centre drive, for each side of the 
machine the observer shall look from the drive towards the farther ends of 
the frame (see Fig. 3). When the observer looks from this position, the 
side on his left shall be the left-hand side and that on his right shall be the 
right-hand side of the machine. 
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Fig. 3 Side of Double-Sided Machine with Centre Drive 
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2.2 Weaving Preparatory Machines 

2.2.1 For the determination of the side of weaving preparatory machines, 
the observer shall look against the flow of the material {see Fig. 4, 5 
and 6 ). When the observer looks from this position, the side on his left 
shall be the left-hand side and that on his right shall be the right-hand side 
of the machine. 

Examples^ 

a) Warping machine {see Fig. 4 ), 

b) Sectional warping and beaming machine {see Fig. 5 ), and 

c) Warp sizing machine ( see Fig, 6 ). 

2.3 Weaving Looms — For the determination of the side of loom, the 
view shall be taken against the run of the warp ( see Fig. 7). When the 
observer looks from this position, the side on his left shall be the left-hand 
side and that on his right shall be the right-hand side of the loom. 
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Fig. 4 Warping Machine 
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Fig. 5 Sectional Warping 
AND Beaming Machine 



18:3199-1965 



ENTRY 



LH 
SIDE 




WARPERS 
BEAM CREEL 



FLOW OF 
MATERIAL 



SIZE BOX 



DRYING 
CHAMBER 



-BEAMING 
MACHINE 



DELIVERY 

4 POSITION OF 
6 OBSERVER 

Fig. 6 Waep Sizing Machine 
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Fio. 7 Sides of Weaving Looms 
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